Dec. 4, 1980; Foxboro, MA
6:35 PM. A young man had a close encounter with a saucer-shaped object with a row of rectangular windows around the circumference, and was struck by a light beam on the chest and felt paralyzed. Perceived communication, apparent abduction, burn marks on chest corresponding to light beam position. (Investigation report, New England UFO Newsletter, January 1981)

